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primary than they Iiad been in most portions of its front.
By the fourth day the secondary had passed away, and
then the typical weather of the rear of a cyclone was
experienced.

BAIN WITH STEADY BAKOMETEK.

So far for rain with a rising barometer; now we
must consider precipitation with a steady barometer. To
Englishmen this is more perplexing than rain with a
rising mercury.

In the latter case, we see at once that there is some
disturbance going on; but in the former we often have a
steady downpour for several hours, with an absolutely
steady barometer, Eain of this class is much more
common in continental Europe than in Great Britain,
except in one very rare case, which will be mentioned
hereafter.

The rain is always either non-isobaric, or of that kind
which is associated with secondaries and not with primary
cyclones. For this reason, the rain is never accompanied
by a gale of wind, though there are often angry gusts at
the beginning and end of the rainfall*

In Fig. 90 we give a photographic engraving of the
authors barographic trace in London, on July 1 and 2,
1877, This, being absolutely untoucbed by hand, gives
<he minute irregularities of pressure in a manner which
B0 faaad*copied diagram can ever do* The horizontal
linm represent differences of half an inch of pressure, the
tMcfeasI one marking the level of 29*5 inches. The
horizontal lines are drawn at six-hour intervals*